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PHIHONG ENTERPRISE CO; LTD. 
REVISIONS 

PRELIMINARY 7 8.3.10 

CHECK & ISSUE 78.6.7 

by cue.v 


GENERAL NOTES 


1. ALL RESISTORS ARE 1/4W ±57. 
UNLESS OTHERWISE INDICATED. 

Z. ALL RESISTDRS ARE IN OHM 
*. CAPACITORS ARE IN UF 
UNLESS OTHERWISE INDICATED 


MODEL 

PSM-7204 

DRAWN 

AMY CHEN 76.3.10 

DESIGN 
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